AUTOMATIC MAIN DOORS

Required Physical Capabilities:

Wheelchair mobility.
Rationale:

Residents should be able to enter and leave the

building without assistance.

Analysis:

Coming and going without assistance contributes to
residents' independence.

Recommendations:

- Automatic doors are very important, since regular
doors are virtually impossible for quadriplegics to
operate.

- 30 -ly handicapped people, like most
